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Assistant Director for 

Installations and Logistics 
National Security Agency, Room 2W102 
Fort George G. Meade, Maryland -.20755 


Dear Tom: 


sang dadeone pe teeation euieuies Sh a ST 
and me to view your word processing system. The tour was - 
very informative and we feel the information gained will be ~- 

very helpful as we continue to develop our word processing 

centers. Lunch was very enjoyable and your thoughtfulness 

in inviting us was appreciated. - ae 


During our discussion I mentioned the pessibility of 
one of our electrical engineers receiving a briefing on 
your uninterrupted power source. The engineer we had in 
mind is presently on leave until the end of June. I will 
be back in touch with you the first part of July to arrange 
such a briefing. ear 


As our word processing centers materialize, we would |. 
be pleased to have you view our progress. Thenks again for 
your help. : 


Sincerely, . 


fai Pega ace 
jo xby es * 


John F. Blake= 
Associate Deputy Director 
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CENTRAL INTELLIGENCE AGENCY 
WASHINGTON, D.C. 20505 


Assistant Director = 


Installations and Logistics 
National Security Agency, Room 2W102 
Fort George G. Meade, Maryland 20755 


Dear Tom: 


Thank you for the invitation extended to 
and me to view your word processing system. The tour was 
very informative and we feel the information gained will be 
very helpful as we continue to, develop our word processing 
centers. Lunch was very enjoyable and your thoughtfulness 
in inviting us was appreciated. 


During our discussion’ I mentioned the possibility of 
one of our electrical engineers also receiving a briefing 
on -your-word--processing system. The engineer we had in mind 
is presently on leave until the end of June. I will be back 
in touch with you the first part of July to arrange such a 

briefing. A 


As our word processing centers materialize, we would 
be pleased to have you view our progress. Thanks again for 
your help. 


Sincerely, 


John F. Blake 
Associate Deputy Director 
for 
Management and Services 
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